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9106070105 Trip rept of 910521 & 22 meetings re ASME Boiler & Pressure Vessel
Committee Working Group on Valves.

KIESSEL.R.J. Generic Communications Branch. GL-89-10 91/05/30
BERUNGER.C.H. Generic Communications Branch. 42pp. 58014:119-58014:177.

9106100047 Forwards insp rept 50-266/91-10 & 50-301/91-10 on 910513-17 No viola-
tions noted,

RING.M.A. Region 3 (Post 820201). 91/06/04. FAY,C.W. Wisconsin Electric Power
Co. 2pp, 57932:062-57932:070.

--9106100054 Insp repts 50-266/91-10 & 50-301/91-10 on 910513-17.No violations
noted.Major areas inspected:licensee implementation of post accident monitoring in-
strumentation in accordance w/reg guide 1.97,rev 2.

KOPP.MJ., GAINTY.C.A., JABLONSKI.F.J. Region 3 (Post 820201) 50-301/91-10
91/06/03. 6pp. 57932:064-57932:070.

9106120003 Forwards "Beaver Valley Power Station Evaluation of Adequacy of Existing
Neutron Flux Instrumentation for NUREG-0737,Suppl 1." Rept submitted in lieu of up-
grading instrumentation per Rev 2 to Reg Guide 1.97.

SIEBER.J.D. Duquesne Light Co. TAG 51071. 91/05/31. Document Control Branch
(Document Control Desk). 2pp. 58127:105-58127:194.

9106130099 Requests extension of comment period for generic issue 23 re reactor
coolant pump seal failure.

MUENCH.G.W. Entergy Operations, Inc. 56FR16130 00002. 91/05/31. CHILK.S.J,
Office of the Secretary of the Commission. 3pp. 58041:040-58041:042.

9106140021 Responds to NRC 910131 Itr identifying deviation from Reg Guide 1.97 re
min flow for shield bldg stack instrumentatton.Existing calculations demonstrated that
10CFR100 offsite dose limits not exceeded.

WALLACE.E.G. Tennessee Valley Authority. 91/06/11. Document Control Branch
(Document Control Desk). 4pp. 58143:329-58143:332.

9106180001 Requests approval to revise tornado design criteria.per Reg Guide
1.76,Section C.1.2 for rotational & translational velocities. "Justification for Revised
Tornado Design Criteria" encl.

SORENSEN.G.C. Washington Public Power Supply System. G02-91-116. 91/06/07.
Document Control Branch (Document Control Desk). 3pp, 58175:048-58175:064,

9106180119 Forwards SE re licensee 900530 & 910212 responses to station blackout
rule per 10CFR50-63.NRC finds that util conforms w/ station blackout rule & guidance
provided in Reg Guide 1.155.

FAIRTILE.M. Project Directorate I-3. TAG 68620. 91/06/05. TREMBLAY.LA. Vermont
Yankee Nuclear Power Corp. 5pp. 58147:174-58147:224.

-9106180125 SE re util responses to station blackout rule.NRC finds that licensee con-
forms w/station blackout rule & guidance provided in Reg Guide 1.155.
* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/05. 15pp.
58147:179-58147:193.

9106180249 Rev to 901207 application for amend to License NPF-12, consisting of TS
Change TSP 900004-1 to include requirements of Reg Guide 1.8,Rev 2 to differentiate
between training requirements for licensed & nonlicensed staff.
SKOLDS.J.L. South Carolina Electric & Gas Co. 91/06/11. Document Control Branch
(Document Control Desk). 2pp. 58170:001-58170:007.

9106190285 Provides commitments as required per insp & compliance to reg guide
1,97.Updated list of post-accident instrumentation & status of compliance will be pro-
vided by 911215.

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities).
MROCZKA.E.J. Northeast Utilities. B-13862. 91/06/14. Document Control Branch
(Document Control Desk). 2pp. 58187:313-58187:314.

9106200010 Application for amend to License NPF-12,consisting of Tech Spec Change
TSP 900002-0,revising TS 4.8.2.1 & bases to reflect improvements to dc electrical
power sources in compliance w/Reg Guide 1.155.

SKOLDS.J.L, South Carolina Electric & Gas Co. 91/06/12. Document Control Branch
(Document Control Desk). 1p. 58200:319-58200:329.

9106250086 Submits  results  of  steam   generator tube   evaluation,per  Reg  Guide
1.121.Evaluation undertaken as result of identification of steam generator tubes w/cir-
cumferential cracking.Insp frequency of once per outage sufficient
NICHOLS.S.E. Maine Yankee Atomic Power Co. MN-91-97. 91/06/20. Document
Control Branch (Document Control Desk). 3pp. 58213:341-58213:343.

9106260254 Updates status & confirms 910610 telcon notification re completion of in-
stallation of containment high radiation signal on containment vent line for Unit 2.Con-
tainment vent path established per Reg Guide 1.97 & TMI Item II.E.4.2.
CREEL.G.C. Baltimore Gas & Electric Co. TAG 53365. 91/06/14. Document Control
Branch (Document Control Desk). 2pp. 58244:133-58244:138.

9106260316 Responds to NRC 910417 Itr re main feedwater piping elbow cracking &
misalignment.Temp & displacement instrumentation installed at certain locations on
main feedwater piping loops A & C.Marked-up FSAR encl.

SIEBER.J.D. Duquesne Light Co. TAG 79769. 91/06/14. Document Control Branch
(Document Control Desk). 16pp. 58238:171-58238:186.
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9106030120 Forwards recently revised & approved charter for CRGR.Rev for clarifica-
tion & updating purposes.

JORDAN.E.L Committee to Review Generic Requirements. 91/05/08. Affiliation Not
Assigned. 2pp. 57894:185-57894:211.

9106040216 Forwards comments & requests for addl info on proposed std language for
NUMARC/NUPLEX industry rept.per NUMARC 910228 Itr.Mark-ups on NUMARC
submittal,including editorial changes also provided.

CRAIG.J.W. License Renewal Project Directorate (Post 901216). 91/05/30.
GRIFFING.E.P. Nuclear Management & Resources Council (NUMARC) (formerly Nu-
clear Utility Manage. 24pp. 57914:076-57914:099.

9106040226 Requests performance of evaluation to determine critical flaw size(s) which
would maintain structural stability & demonstration that specific insp program would
detect critical flaw to permit timely corrective action.

CRAIG,J.W. License Renewal Project Directorate (Post 901216). 91/05/29.
GRIFFING.E. Nuclear Management & Resources Council (NUMARC) (formerly Nucle-
ar Utility Manage. 3pp. 57917:148-57917:150.

9106040433 Notification of 910612 meeting w/NUMARC in Rockville.MD to discuss res-
olution of NUMARC responses to staff request for addl info re PWR RCS industry
rept.

KIM.T.J. License Renewal Project Directorate (Post 901216). 91/05/29. GRAIG.J. Li-
cense Renewal Project Directorate (Post 901216). 2pp. 57917:153-57917:154.

9106050043 Forwards EPRl proprietary Repts NP 7147, "Seismic Ruggedness of
Relays" & NP 5223, "Generic Seismic Ruggedness of Power Plant Equipment" in
support of generic implementation procedure.W/o ends.

SMITH.N.P. Seismic Qualification Utility Group. 91/05/24. MURLEY.T E Office of Nu-
clear Reactor Regulation, Director (Post 870411). 1p. 58033:058-58033:058.

9106050310 Notification of 910528 meeting w/NUMARC in Rockville.MD to identify in-
dustry questions re implementation of new major rev of 10CFR20
CUNNINGHAM.LJ.      Radiation      Protection      Branch.     91/05/24      MURLEYT
RUSSELL.W.,   GODY.A.   NRC   -   No   Detailed   Affiliation  Given    2pp   57916-138-
57916:139.

9106050331 2523 "Changes in Emergency Plans for Protection of Personnel & Popula-
tion After Accident at Chernobyl Nuclear Power Plant."
KONUEVOI.A. SCITRAN Co. 91 /05/30. 24pp. 57905:006-57905:029.

9106050388 Forwards detailed side-by-side presentation of 901105 draft discussion
paper.industry alternatives & justification in order to help identify enhancements & pro-
posed alternatives which can meet mutual objectives.per 901114 meeting
GRIFFING.E.P. Nuclear Management & Resources Council (NUMARC) (formerly Nu-
clear Utility Manage. 91/05/29. CRAIG.J.W. License Renewal Project Directorate
(Post 901216). 33pp. 58007:316-58007:348.

9106060069 NRC 2525 "Actions Taken by USSR state Committee for Oversight of Nu-
clear Power Industry Reporting Radiation Incidents at Nuclear Power Plants.
MAZALOV.A. SCITRAN Co. 91/05/31. 15pp. 57935:167-57935:181.

9106060080 NRC 2526 "Inspectorate of State Committee of Soviet Union for Supervis-
ing Operational Safety in Industry & Nuclear Power at Zaporozhe Nuclear Power
Plant."

*  SCITRAN Co. 91/05/31. 9pp. 57934:280-57934:288.

9106060100 NRC 2524 "Press Release."

*  SCITRAN Co. 91/05/31. 7pp. 57935:182-57935:188.

9106060106 NRC 2521 "Regulation Governing Procedure for Investigating & Recording
Disruptions In Operation Of Nuclear Power Plants."

*  SCITRAN Co. 91/05/31. 50pp. 57935:189-57935:238.

9106060112 NRC 2528 "Allocation Of Insp Resources of Region Depending on Level of
Nuclear Power Plant Safety."
KHROMOV.V. SCITRAN Co. 91/05/31. 17pp. 57935:239-57935:255.

9106060244 Summary of 910528 meeting w/NUMARC in Rockville.MD re implementa-
tion of new major rev of 10CFR20.

CUNNINGHAM.LJ. Radiation Protection Branch. 91/05/31. CONGEL.F.J. Division of
Radiation Protection & Emergency Preparedness (Post 870411). 2pp. 57919:163-
57919:164.

9106070141 Summary of 910514 meeting w/NUMARC in Rockville.MD to discuss seis-
mic evaluation procedure proposed in EPRl rept NP-6628.

THADANI.M.C. Project Directorate ll-4 (formerly TVA Project Directorate) (Post
900603). 91/05/30. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603). 46pp. 58017:147-58017:192.

9106070148 Summary of 910502 meeting w/NUMARC in Rockville.MD re implementa-
tion of fitness-for-duty programs.List of attendees & meeting announcements encl.
MCPEEK.E. Reactor Safeguards Branch. 91 /06/04. MCKEE.P.F. Reactor Safeguards
Branch. 3pp. 57993:023-57993:053.

9106070227 Summary of 910321,0508 & 09 meetings w/Seismic Qualification Util
Group.EPRI & Senior Seismic Review & Advisory Panel re NRC comments on USI A-
46 generic implementation procedure, rev 2.List of attendees encl.
NORBERG,J.A. Mechanical Engineering Branch. 91/05/31. RICHARDSON.J.E. Divi-
sion of Engineering Technology (Post 890827). 41pp. 57993:240-57993:280.

9106110276 Notification of CRGR Meeting 208 on 910611 in Rockville. MD to discuss
generic Itr transmitting new insp guidance on interpreting Tech Spec operability re-
quirements.

JORDAN.E.L Committee to Review Generic Requirements. 91/06/03. ARLOTTO,G.A.
Office of Nuclear Material Safety & Safeguards. MIRAGLIA.FJ. Office of Nuclear Re-
actor Regulation, Director (Post 870411). MOORE.J.E. Office of the General Counsel
(Post 860701). 3pp. 58040:320-58040:322.

9106120322 Advises that NUMARC supports Alternative l.described in SECY 91-138 to
replace current requirements to compile current licensing basis.Marked-up statement
of considerations encl.

COLVIN.J.F. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear
Utility Manage. 91/06/11. CARR.K.M. Commissioners (Post 750119). 41pp.
58106:121-58106:161.

9106130091 Summary of 910501 meeting w/NUMARC,Joint Owners Group Accident
Mgt Advisory Committee & EPRl for NUMARC & EPRl to present selected portions of
revised EPRl Technical Basis Rept Encl withheld.

PALLA.R.L Risk Application Branch. 91/05/21. CONGEL.F.J. Division of Radiation
Protection & Emergency Preparedness (Post 870411). 38pp. 58112:141-58112:178.

9106130168 Notification of 910606 meeting w/NUMARC in RockvilIe,MD to discuss po-
tential for working group on simulator scenario const.

GALLO.R.M. Operator Licensing Branch. 91/06/05. ROE.J.W. Division of Licensee
Performance & Quality Evaluation (Post 870411). 1p. 58110:306-58110:306.

9106130203 Forwards request for addl info to complete review of Vol II of EPRl ALWR
requirements document for evolutionary plant designs,

WILSON J.H, Standardization Project Directorate (Post 901216). TAC M77976. 91/06/
05. KINTNER.E.E. ALWR Utility Steering Committee. 4pp. 58111:289-58111:292.d ac-
